! 

•• Z *.‘t O? Bl DS 

Bid R-3£ ? ho. 427 _ 

nnte,>^ in. 10 77 

Treaty CC* 

aZeL'OK.ft'^Sl 
( £ eyo io 7Lc!'3o 

May lie Pipe a Sup. I 

-/•*■' 1 

Central sunplv c or I)istrib . 

LePan Copper & 

Hayes Mfg; ' 

v/t/j.u) / ,- -ir 

Michigan livdrant 

3* -V 

97v7 ^ . /'V 

1 ^'^4 

v 

1 ,lar.!iiii Bones Co. 

Pord Meter ):m ~3* 

GLfcl o.k', ?U'i'3c T 

0 

r ' Curb - 

i:st. 

5/0" lie tor Coupl. 

1000 

/. 57 / 


vjbM-J/t 7,7,4 

*t>wn- 3 gi) 

TU- /3itC 

i ' * 

< r A. / /C' ^ 

, $7 ^'/tZLU. 

f '/]- j V -^ 


, Y>b _ 





i'2.% $r/n-A% 

#= 

^,<0 3 

« 

- —---- 

3000 3/4" lieter Coupl. 


3/-/or?/j 

/f? ,?/ i 

1000 1" Meter Coupl. 

LI 53. 

l.fSf ^/J-joum 

m '■&* 





A^y '^bro7-3f\ 

£ ^ ^ 


3000 3/4" 3-Part Union Cpl 

}S* 

Or 

2,oco 

ZH5 

7.29 !■?£ 

(a^) *Vwy ! 



A?« '^¥7Si 

X.i7 

7/7 *%-/*** 


1000 3/4" Ball Curb Stops 

1 if3-1 

* S rffsi-too 

1.1S4 j <},z. 




%37 

\ q,d% 

13.7b 


500 1" Ball Curb Stops 

II. 9X 

zjjo. 

!2.&f3 H'/oXof 

fJG)' | M 

//.CO 



H<7i 

/3, Co ^}3^ar y /^i 

3 at ? 


1000 3/4" Corn. Cock i’lar. 

d'7C, 

7f 

3 •77/ J77&CCO 

^f£~‘ ° 1 

f.31 3.6/ 

! (j3>) #470/ 



3,SY: ^7at 

y,/7 # /-y^ 

7 g 7 


j: 5oo 1" Corp. Cock Flar. 

S, - fSoOd 

Jeq 

ty/r/o 

6,70', ^3/ 

\ (33j) 



3, i-2 y 

^,3? #£&oo 
-'- ■?'.-■•'■■■.•>? . 



1 200 2" Gate Valve w/cver 

Du Stcns 

v, -■ : •,/ 

yUr'ituj'- 

Tt r- 

l 7U< 

(33^3) 

' n.r /24e 




i 

^'.. sr/ k,« 


100 5 f i Bin. Valve Box 

complete v/stay put 1 


// 

fir 

T&ocL ' 1 

n 



>! 

// 



Lid 02404 

50 14" Intension Section 


/ 1 

'1 (' „ 


i_ -- 

// 

- . - 

■ l 

// 

// 

i • 

100 G"~y" Ho G Valve 3ns 

o //./3 

1 

\ - 7 ,, 1 " // 






















































































































































, eil an Co up or G 


a u 

liny O'; Ilf cj'l * 

iiichirfan Hydrant 

j 7<2 ^ 

Janos Jones Co.. 

Ford Motor Hex 

|_ © 



?le- /S4-C 






I- „ 

n 

// 




ft l' 

// 


-^ 


t> * . // 

(f 



(f . 

// ’ • •' 





7 



. . 

' . j 

/ / 

. • . : ' / 

✓/ . 




( 1 

.1 a , | 
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BILL NO. S-77-06-^"^ 


/ 


SPECIAL ORDINANCE NO. S- 


AN ORDINANCE approving a blanket purchase 
order for materials for the Water 
Maintenance & Service Department. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF 
FORT WAYNE, INDIANA: 

SECTION 1. That the contract dated June 3, 1977, 
between the City of Fort Wayne, by and through its Mayor and 
the Board of Public Works and Cooper Distributing.-'Co i, Inc., 

City Utilities Purchase Order B-9003, for a blanket order for 
Brass Fittings, all for a estimated maximum cost of $17,285.00, 
to be charged against Water Utility as the supplies are needed, 
which said purchase order is on file in the Office of the Depart- . 
ment of Purchasing and is by reference incorporated herein, made a 
part hereof and is hereby in all things ratified, confirmed and 
approved. 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 









-0-^Z7iprT^- 


, seconded by 


Read the first time in full and-on motion by 
c-~>/ _» and duly adopted, read the second time by title and referred to the 


Committee on 




_(a nd the City Plan Commis sion for 


recommend^tiuTrX'andTPublic Hearing to be held after due legal notice, at the Council Chambers, 

City-County Building, Fort Wayne, Indiana, on_ , the _day 

of 


“7T9H,' at 


DATE: 


<P-yp-yy, 


o'ulock - - ^ --.-M , ,E . S . T. 


CITY CLERK 




Read the third time in full and on motion by 
seconded by__> and duly adopted, placed on its passage. 


PASSED (L QS s B fr by the following vote: 

AYES NAYS 

; 


ABSTAINED 


ABSENT TO-WIT: 


TOTAL VOTES 


BURNS 

HINGA 
HUNTER 
MOSES ■ 
NUCKOLS 


SCHMIDT, D. 

SCHMIDT, V. 

STIER 

TALARICO 

DATE: 




CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
(ZQNlNGaiAP^—^GE NERAL! fANNEXATION ! (SPECIAL) (APPROPRIATION) ORDINANCE 
(RESOLUTION) 77 o n the PA _day of 19^? 


ATTEST: (SEAL) 


CITY CLERK 



Presented by me to, the Mayor of the City of Fort Wayne, Indiana, on the / g? 

day of_ y <*^4% ' , 19 77 at the hour of / $ clock M . ,E ,S ,T, 


Approved and signed by me this 
at the hour of_ o _ _o'clock 


I3t& 


CITY CLERK 
_day of 


Q u ^ 


, iioa 








































































































Bill No. S-77-06-57 





REPORT OF THE COMMITTEE ON CITY UTILITIES 

We, your Committee on City Utilities __to whom was referred an Ordinance 

a PP rov ing a'blanket pruchase order for materials for the Water Maintenance 

& Service Department 


have had said Ordinance under consideration and beg leave to report back to the Common 
Council that said Ordinance 



FREDRICK R. HUNTER - VICE CHAIRMAN 
VIVIAN G. SCHMIDT 
WINFIELD C. MOSES, JR. 

JAMES S. STIER 


DATE 


4 - 


7 ^ 








77 

—CHARLES W. WESTERMAN, CITY CLERK 

































Memorandum 


To «. P « 

, Wehrenberg, Board of Works 

Dai* June 13, 19 77 

From Ruth 

Winget, Purchasing Department 


Subject Bid 

Reference #427, Brass Fittings 



COPIES TO: 

J. Morreale 
B. Drew 


Herewith are bid documents (Bid No, 427) relating to 
Purchase Order Numbers B-9001, B-9002 and B-9003 which are 
prepared favoring the following vendors for Water Mainten¬ 
ance and Service Department. 

Brand P.O. Humber Total 

Treaty Company Mueller B-9001 $ 2,580.00 

Central Supply Company Jones B-9002 16,600.00 

- fCoopSr Distributing McDonald B-9003 17,285.00~) 

Total Approximate Value: $36,465.00 

Bingham-Taylor brand offered by Treaty Company is not 
acceptable. These parts are not interchangeable with other 
products. Water Maintenance and Service Department would 
have to buy complete Service Boxes and this would require 
additional inventory. 

Attached are the following documents in support of 
the recommendation for acceptance of Treaty Company, Central 
Supply Company Inc. and Cooper Distributing bids. 

1. Copy of Tab Sheets. 

2. Bids of all vendors. 

3. Copy of Purchase Order. 

4. Copy of Bid Mailing List. 

It is urged that in referring this bid-quote to the 
City Council for enactment of an ordinance, that all of the 
attached items, together with this memorandum (or copies), 
be included with the proposed ordinance. 

Please make sure that no confirming Purchase Order 
Number (s) is given to Treaty Company, Central Supply Company 
Inc. and Cooper Distributing until evidence of Council 
approval is furnished to the Purchasing Department. 


















ORIGINAL 
PURCHASE ORDER NO. 


©DW GDCF F®tMTT OT&WltE 

city utilities 


r 


DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 

Cooper Distributing Co., Inc. < 
3205 North Wells Street 
Fort Wayne, Indiana 46808 


1 _ 


n 


( B—900 3 / 


June 3 f 1977 


SHIP TO - 


Water Maintenance & Service Dept. 
415 East Wallace Street 
Fort Wayne, Indiana 46803 


MAIL ALL 


WSFAiAfti 


GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 

INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 



EST. 

QTY. 


1,000 

5/8” 

3,000 

3/4” 

1,000 

1” 

3,000 

3/4” 

1,000 

3/4” 

500 

1” 


BLANKET ORDER 7/1/77 to 12/ 31/77 for 
BRASS FITTINGS 


Ijleter Coupling #4622 

Meter Coupling #4622 

Meter Coupling #4622 

3 Part Union Couplings #4758 
Corp. Cock Flared #4701 

Corp. Cock Flared #4701 


SUBJECT TO COUNCILMANTC APP 





I* 

Requirements will be £ 3 e.lte 
departmental Purchase . 

against this blanket order\ as 
required by the us^g|"<3^jgi|^|i^Ji|:. 

Per Bid Ref. #427 Send a!! Invoices to 
f.o.b. Delivered 4th Floor, City-Coi 

FIRM price l E. Main S 

Fort Wayne, Indian 
Show P. O. Number on 


Note : 


RW/pl #4717 


NOTE: TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INV< 




OTHERWISE A 2% GASH DISCOUNT WILL BE TAKEN 


3 CONDITIONS C 























/ 


'Unity ij til 


Date l 


V. 


PURCHASE REQUISITION 




Please order the followingMaterial for. Delivery as Specified: 
To be delivered to ^ 


On or before— 




U ALJC ^ / v * —v-w- ^ 

r~ 

Jt'sJT 7f. ItdMy'/fc 
^ No.y£2Z2____- 

_P. O. 












































$7%" T?hstu> =>^yi>-^ ,f$U*~ 

3 /#" ■' . " - A* 

r, ., " / 


/,m> 

$,rri> 


/, ^ 
3, ov~# 
J, 

JjCTd 


r 


3//' r 3fS. &S&1. /*A~ 

A'' ?>/ ^vyo/ J- 

, u O " " " 3,3?/^ 


<f Z6>&,<rt> 
2; S'J' dr 
/ / ef/li 
^ A5A 

C^, <5^0 


#/ 7 2S>’dZx> 




DEPARTMENT OF PURCHASES 

Number One Main St., Ft. Wayne, Ind. 

INVITATION 

QootutSona, vuM*** to th% condition* on tbo rrv*r»* h*r»oJ, *r* rvqu**Ud on th< 
*uppii««» ♦qulpm^nt or +rrrit>*+, for tb* d*o*rtm*nt u mAnttor*%d. v|Oi doll 
» ihcryn b*tk>-*. Chx>tmtIoti» abail lncl\>d« all for dglSr^rjr, paokltr*. »ia. 1 aA 


Ref. No.. 


ril 14, 19 7 7 


Room 470, Number One Main St., Ft. Wayne, Ind. 46802 

Addn-._1_;___ ' * _ 

REQUIRED FOR DELIVERY TO: 


Department 
or Division_ 


Water (taint, r< Service Dept. 


| Fund 

Appropriation No.. 


Tort Wayne, Indiana 46803 


RETURN ORIGINAL TO THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 
Closing: 

Time of Rid a Wednesday, 


18, 19 7 7 at 10 : 307i.tt. 


TAXES. THE CtTt 13 EXEMPT FROM FEDERAL EXCISE AND INDIANA STATE SALES TAX. THE CTTT3 INDIANA BALES TAX EXEMPTION 
CERTIFICATE NUMBER 13 NO. MSOA PRICES SHOULD NOT INCLUDE THESE TAXES. “IattnutioM to DWarr*" No. 10 oa rwr— h.r-o< Rr Mali*, 

TAX EXEMPT (Unless othenvise indicated) 


KatarUI*. 3aj>,U«», Eqxi»*. 


BRONZE WATER WORKS FITTINGS AIJD C.I. CURB BOC PARTS 
For July 1, 1977 thru December 31, 1977 

Per attached sheets: 

Tite enclosed bidders sheet must be properly completed 
and returned with your bid, along with the properly 
excuted Won-Collusion affidavit. 

We require a firm price on all shipments made, to us 
during the period stated above. 

The award of this bid may be made on either an item 
by item, or on an overall basis, as vie determine the 
most beneficial to the Utilities. 

Requirements will be shipped only upon issuance of 
Departemntal Purchase Orders, as needed, by the using 
department, against a blanket purchase order. 




Bid Bond roqu I 


S** Indirection it*en 13 on r 


Trmi!.. A % cash discount if paid vrithin„daya from delivery and acceptance of jroods or completion of n 


PROPOSAL OP. BID 


______ If tM» KJ V. vltMa a r-~o.vTbU 

vrhicii prl*** *vr* quoted. In tb* ?>-cU5<rAi>—# n&pJyint -4 I'M 

pr'-o. ►* oOTo«Ji. Mb IMm. 'CS/ot i 45 L>0 t> J y'$ 

Delivery of any or all of the items or completion of services indicated shall be made withiryy-days from receipt of order"* 

■n,rPn'ftTAVT JTXR* A. datljarr Tuny L-. * frwU* la IS. »twtJ v\ U orlw, l» U tat**** ‘ - 

■Loir U-tt i A L-Ef fumUlj lH» laiorra.Uoo rwr=w<-rl aW*. 

n 

hlCu 


r - 


S.rW, ti. ontUnljra*! o/ltn aiwl a 




—- r ’• yt’ /’"'Vi*'** of j&*m***t 

-TWs&nAf.t.J; 

Ail IM 









































3.-6 e*c 


Fa * c -^- c ‘ 




rass Fittings 



SIZE 

DESCRIPTION 

MUELLER 

icoo 

5/8" 

Meter Couplings 

II-10891 

;ja 00 

3/4" 

Meter Couplings 

H-10 891 

/o 00 

1 " 

Meter Couplings 

II-10 891 

Jooo 

3/4" 

3-Part Union Cplgs. 

H-15400 

TO 00 

3/4" 

Ball Curb Stops 

H-15204 

500 

1 " 

Ball Curb Stops 

II-15204 


100 0 •* 

3/4" Corp. 

Cock 

Flared 

11-15000 

500 

1" Corp. 

, Cock 

Flared 

II- 15000 

200 

2" Gate 

Valve 

w/ever 



Du Stews 


Jones MC T.Qi; ALP FA f HI A’.' 


J-134 

W- 7 210 

J-134 

W-7210 

J-134 

V/-7210 

J-1528 

W-5400 

J-190 2 

M-6100 

J-190 2 

M-6100 

J-1500 

F-600 

J-1500 


J- 375 



OTHER OR 
SPECIFY 
BRAND 
quoting 


UNIT 

PRICt 

a/q Qu ok- 

A«5 

A23- 
hAl 
LSI 
9 , ^ 


6l££ 






2Z /&* ^ Joa»;s 
























'!/ of ' 1 / 


Page 

BRONZE WATER WORKS FITTIHGS AND C.I. CURB POX PARTS 
For July 1, 1977 thru December 31, 1977 

AST IRON FITTINGS 


OTHER OR 
SPECIFY 

T. BRAND UNIT 


"Y. 

SIZE 

DESCRIPTION 

PART # 



QUOTING ALTERNATE PRICE 

ID 0 

5^ Dia. 

Valve Box Complete w/ 

F-2450 

Clov; 

or 

Equivalent fifC> 




Stay Put Lid #2494 






/ 

50 

14" 

Extension Section 

F-2475 

Cl O'*/ 

or 

Equivalent 



1.00 

6 " -8" 

No. 6 Valve Base 

F-2465 

Clow 

or 

Equivalent 



50 

13V 

Top Section CC 

F-2455 

Clow 

or 

Equivalent 



50 

2 5V 

Top Section DD 

F-2455 

Clow 

or 

Equivalent * 





Stay Put Cover 

F-2494 

Clow 

or 

Equivalent 



100 

5’-* Dia. 

Valve Box Complete 

F-2450 

Clow 

or 

Equivalent 





Less Base w/ 

Stay Put Lid #2494 







100 


Service Box Complete 

F-4605 

Clow 

or 

Equivalent 

! 


100 

2 V 

Extension Section-9" 
#151 

F-4610 

Clow 

or 

Equivalent 



100 

2V 

Extension Section-16" 
#152 


Clow 

or 

Equivalent 



100 

24" 

Service Box Top 

F-4607 

Clow 

or 

Equivalent 





Section w/Lids -93E 






/ 

1000 

2 V' 

Curb box Lid 

H-10374 

Ilueller 

or Equivalent 

\ 

V 







































DEPARTMENT QE PURCHASES 

Number One Main St., Ft. Wayne, Ind. 

INVITATION 


to tb* ooAdiUoot on tb# rrero* h*rW, arti rwQUMUd era th% folUming 
rwUt-UR*, nppU**, •Qulpetv*ot or wrHo**, tor ti>* d«p*rtnv*nt u m4aUoo-*d, • with d«M 
m »bcr-m b^onr. OpotAtlon* i^aII lncl’id* *' —--- 


chArywi for d»U^ry, p«^ckla^, etc. 


Page. 


Ref. No. . 


Date . 


tjril 14., .1077 


•m*u *n m>iu« k 


A, C. Lord - 423-7 037 DEPARTMENT OF PURCHASES | Date wanted _iliiy_JuLi_i2- 


46802 


REQUIRED FOR DELIVERY TO: 


Department water tlaint. 

or Division__ 

TId L aU l: t. al 1 


crvico Dept. 
^ '£ L il a tl 


Fund 

I Appropriation No, _ 


Fort Wayne, Indiana 46803 


RETURN ORIGINAL TO THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 
Closing 

Time of Rid * Wednesday, May 18, 1977 at 10; 30A.I1. _ 


TAX EXEMPT (Unless otherwise indicated) 


&Lat»ri*Ja, SvppU**, or 


BRONZE WATER WORKS FITTINGS AND C.I, CURB POX PARTS 
For July'1, 1977 thru December 31, 1977 

Per attached sheetst 


The enclosed bidders sheet must be properly completed 
and returned with your bid, along with the properly 
excuted Ilon-Collusion Affidavit. 


We require a firm price on all shipments made to us 
during the period stated above. 


The award of this bid may be made on either an item 
by item, or on an overall basis, as we determine the 
most beneficial to the.Utilities. 


Requirements will be shipped only upon issuance of 
Departemntal Purchase Orders, as needed, by the using 
department, against a blanket purchase order. 


Bid Bond roqoirod 


_ Performance Bond 


Tei^ili 


- Sw bttrvrtioa It«a Now — —— 

a f* % cash discount if paid within../#day3 from'deli very and acceptance of goods or completion of aervici 


PROPOSAL OR BID 


pr ic* »*ca 

Delivery of any or all of the item3 or completion of services indicated shall be made withinlxdaya from receipt of order’ 


DIPORT ANT 


r' 


At itWrtrr m; b. & d»«ldln* fv/tor la tb. »'i«rd 
furabdi :it loiorm.Uoa 

E!rn 


**, I* U fcwpar*:*** tb»* b 


n 


_ 






...Ttilt.JZfXZi 


L 


—^ a* .. _&«*• 







































ras s Fittings 


OTHER OR 

SPECIFY 

BRAND 


' t* 

SIZE 

DESCRIPTION 

MUELLER 

Jones 

MCDONALD 

FARHAN 

QUOTING 

PRIC. 

to 00 

5/8" 

Meter Couplings 

11“ 10 891 

J-134 


VI-7 2 10 


_ /jtzi 

3coo 

3/4" 

Meter Couplings 

H-10891 

J-134 


W-7210 

// 

. LSk 

/ooo 

.1" 

Meter Couplings 

H-10891 

J-134 


V7-7 210 

" 

j.m 

jooo 

3/4" 

3-Part Union Cplgs. 

H-15400 

J-1528 


W-5400 

tj 

3-00$ 

/ 000 

3/4" 

Ball Curb Stops 

H-15204 

J-1902 

M-6100 


•t 

7.5i9 

500 

1 " 

Ball Curb Stops 

H-15204 

J-19'0 2 

M-6100 


It 

Ml 

1000 

3/4" 

Corp. Cock Flared 

H-15000 

J-1500 

T -600 


tt 

3 74 

500 

1 " 

Corp. Cock Flared 

11-15000 

J-1500 



// 


200 

2 " 

Gate Valve w/ever 


J-375 




- 



Du Steins 








/Jdfe &tco 


frcscf JL%> 


*0 

V) 

1 

1 

Z&eA-Ctf 






















BRONZE WATER WORKS FITTINGS AND C.I. CURB BOX PARTS 


ST IRON FITTINGS 


For July 1, 1977 thru December 31, 1977 


OTHER OR 


• 

SIZE 

DESCRIPTION 

PART # 



SPECIFY . 

BRAND 

QUOTING ALTERNATE 

UNIT 

PRICE 

/ oo 

5*1 Dia. 

Valve Box Complete w/ 
Stay Put Lid #2494 

F-2450 

Clow 

or Equivalent 

Snwhfly* f&Jn 


So 

14" 

Extension Section 

F-2475 

Clow 

or Equivalent 

h i 


/oo 

6 " -8" 

No. 6 Valve Base 

F-2465 

Clow 

or Equivalent 

'* n 

./A?* 

So 

13*," 

Top Section GC 

F-2455 

Clow 

or Equivalent 

H *> 

■/lf'3 * 

50 

25*," 

Top Section DD 

F-2455 

Clow 

or Equivalent 

k H 

a.#* 



Stay Put Cover 

F-2494 

Clow 

or Equivalent 

i H 


[00 

5** Dia. 

Valve Box Complete 

F-2450 

Clow 

or Equivalent 

* * 

32. * 


Less Base w/ 

Stay Put. Lid #2494 




(00 


Service Box Complete 

F-4605 

Clow 

or Equivalent 



(00 

2 *," 

Extension Section-9" 
#151 

F-4610 

Clow 

or Equivalent 

'' * 

3.o? 

too 

2 *," 

Extension Section-16" 
#152 


Clow 

or Equivalent 

A // 


loo 

24" 

Service Box Top 

F-4607 

Clow 

or Equivalent 

¥ n 

^/7l 


Section v/Lids -93E 


2 *," 


Curb box Lid 


Mueller or Equivalent 




3,S3 


1000 


H-10 3 74 





































DEPARTMENT OF PURCHASES 
Number One Main St., Ft. Wayne, Ind. 4680^ , 

INVITATION 

folk—U* Urt ci 


Page- 


QooUCVm, mil ta th. on ti>* rrtarm. h.r.o*. rajtunUJ 

*uPi>U»«, •joltowoi or . tar Um cUc^tro^il u n—oUo»«d. V 

M tvOo^. Qi^oCtion. tiull lncl-jd. .11 <° r d*U»-ai-y. **. 


Add— your rtvlr » 


IIMICIUM MWwr 

|M«n r n>u~ J^ ta Att _ ^ A. C. Lord - 4 2 3-7 0 3 7 DEPARTMENT OF PURCHASES 


Room 470, dumber One Main St., Ft. Way ne, Ind. 46802 
REQUIRED FOR DELIVERY TO: 

Department vi.itar fiaint. r< finrvicn Dept. 

or Division----—II—. ■ . ■ ■ .■ . • . — ——-- 


Ref. No. . 


Date wanted . l ‘.£.X—i—iJL 


Fund 

Appropriation No. . 


Port Wayne, Indiana 4GQ03 


Address . — ---——--- 

RETURN ORIGINAL TO THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 

Si"?! B ids Wo.lnesa.-.y, May 18, 1077 a t 10.3,0,-'.M, 


ie oi .mas- :r~ , r -• ■< ■■■*- zu -j- -— - 

CEETnUCATS^FUM 

TAX EXEMPT (Unless otherwise indicated)_ 


X»t.rU)>. 3«»U—. at S^tw 


browse water works fitt tugs' ahd c.i. curb no:: parts 

For July 1, 1977 thru Decnpber 31, 1977 

For attached sheets: 

The enclosed bidders sheet nust bo properly completed 
and returned v/ith your bid, alone with the properly 
oxcuted Won-Collusion Affidavit. 

We require a firm price on all shipments made to us 
during the period stated above. 

The award of this bid may be made on either an item 
by item, or on an overall basis, as wo determine t»\e 
most beneficial to the Utilities. 

Requirements will be shipped only upon issuance of 
Dupartotinta1 Purchase Orders, as needed, by the using 
department, against a blanket purchase order. 


Bid Bond raquir 


Bm loirtrwrtioi 


_ Performance Bond/ Gt 


ad/ G 


~^aah discount if paid xyihhin 75 A aya from delivery and acceptance of gooda or completion of services. 


PROPOSAL OR BID 


la coropU**** witi th# «Aor# 
ttev* trryn cL*t* ct cLxlo 
prlo* Hi oppotlt* *+*a 


Delivery"of any or all of the items or completion of services indicated shall be made withiiyi_.day3 from receipt of e rfo* 

' rironDTA VT 1 T^r“ Aj d*Ur»r 7 b-* . d— MJ:ur fwtor la t-S. Jt u orUr, l» U fc*s*w*»M tl>4» 


r 


n 


j 


e» rwqvwimi *Eo-ns 


. 

Aid,-. .—.— 

OW '/a:l -..... 
















































rass Fittings 








OTHER OR 

SPECIFY 


ST. 






BRAND 

UNIT 

ry . 

SIZE DESCRIPTION 

MUELLER 

Jones 

MCDONALD 

FARMAM 

QUOTING 

PRICE 

1 JO 0 

5/8" Meter Couplings 

3/4" Meter Couplings 

.1" Meter Couplings 

3/4" 3-Part Union Cplgs. 

II-10 891 

J-134 

rr- * 2 . 

VJ-7210 


.n 

3000 

H-10 891 

J-134 

- 

W- 7210 


.97 

/ 000 

II-10 891 

J-134 

h 

W-7210 


A&/ 

3000 

1000 

H-15400 

J-1528 

0 7* 59 

W-5400 


/■ 9S 

3/4" Ball Curb Stops 

1" Ball Curb Stops 

H-15204 

J-1902 

K-6100 




500 

II-1520 4 

J-1902 

II-610 0 



//. 63 







1000 

3/4" Corp. Cock Flared 

1" Corp. Cock Flared 

2" Gate Valve w/ever 

Du Steins 

H-15000 

J-1500 

-F—trOO nj-^roi 




500 

H-15000 

J-1500 

fry 



^i 3JC 

200 


J- 375 



a/o 

& U. 0 9-^ —- 






^ /£> 

3 0 t> ^ys 









i' ^-j— L.L 6 uj £-~i) 0/9 *3 oo 


£> /Z JWl P, 




















bronze water works fittings and c.i. curb no: parts 


Tor July 1, 1977 thru December 31, 1977 


'AST IRCS FITTINGS 


OTHER OR 

SPECIFY 

BRAND 


y. 

SIZE 

description 

PART # 


QUOTING ALTERNATE PRICE 

/JO 

5h Dia. 

Valve Box Complete w/ 

F-2450 

Clov; or 

Equivalent O 



Stay Put Lid #2494 




1 


50 

14- 

Extension Section 

F-2475 

Clov/ or 

Equivalent 



100 

6 " -8" 

No. 6 Valve Base 

F-2465 

Clow or 

Equivalent 

\ 


50 

13ls" 

Top Section CC 

F-2 4 5 5 

Clov/ or 

Equivalent 

| 


50 

25V 

Top Section DD 

F-2455 

C1 o v/ o r 

Equivalent 





Stay Put Cover 

F-2494 

Clow or 

Equivalent 



100 

5h Dia. 

Valve Box Complete 

F-2450 

Clow or 

Equivalent 





Less Base w/ 

Stay Put Lid #2494 






100 


Service Box Complete 

F-4605 

Clow or 

Equivalent 



100 

2V 

Extension Section-9" 
#151 

F-4610 

Clow or 

Equivalent 



100 

25s" 

Extension Section-16" 
#152 


Clov; or 

Equivalent 



100 

24" 

Service Box Top 

F-4607 

C1 ov o r 

Equivalent 


1 



Section v/Lids -93E 





1 

.. 000 

25s" 

■ Curb box Lid 

H-10374 

Ilueller 

or Enuivalent 









































DEPARTMENT OF PURCHASES 
Number One Main St., Ft. Wayne, Ind. 46802 
INVITATION 


to th% ©orxlitkm* on wir>» 
mxfctri*!*, *uppU*«. •qulpocn«*t or ktHd**, far tS» 

«li tbo-ym b*lo-r. Q\y>U,tioni loslod* nil cBat^x t 1 


r* r*qtvs*t*d on th« follci-rin j 11 M o< 

tn*a tionxl* dUUv^ry to d*-*tli\aUon 


Ref. No.. 


npril 14, 1977 


Room '470, .Number One Main St., Ft. Wayne, Ind. 468C 
REQUIRED FOR DELIVERY TO: ~ : 

Department Water tlnint. £ Service Dept. 

of Division_____—__ 

TT3 irznrc vail act! u b u 

, ,, Tort Wayne, Indiana 46803 

Address--——---—• 

RETURN ORIGINAL TO THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 

TiSe n ?f bm . Wednesday, May IS, 19 7 7 at 10:30 a.I1. _ 


Fund 

Appropriation No. 


TAX EXEMPT (Unless otherwise indicated) 


iI»t»cU!». 3«J|,VU», 


BROUZD WATER WORKS FITYI1IGS AND C.I, CURB BOK PARTS 

For July‘1, 1977 thru December 31, 1977 

Per attached sheets: 

The enclosed bidders sheet must be properly completed 
and returned with your bid, along with the properly 
oxcuted Uon-Collusion Affidavit. 

We require a firm price on all shipments made to us 
during the period stated above. 

The award of this bid may be made on either an item 
by item, or on an overall basis, as we determine the 
most beneficial to the Utilities. 

Requirements will be siiipped only upon issuance of 
Departemntal Purchase Orders, as needed, by the using 
department, against a blanket purchase order. 


Bid Bond required 0 □ - 

lawrxru-.. , -— -- . .... 

Tenx 13 _ % cash discount if paid within_days from d elivery and acceptance of goods or completion of - ervicta. 

— PROPOSAL OR BID 

In romolLuw. wlri tb. abor. lnaHaC«» for bUaaad tablet to ill condition, ti.r-of, th. un.Ucjl^n*! eOtw. and If tM. M4 b* within » c^ooaU. 

t:.- ow fr^dc^ln jftofaml 4 Tarot alTof th. l!om* orr.ndtr rjcb Mrrlc-M upon which pf.ov m cwld, la rooordanc. trlth tb. »£*drl«4f «1 rt t* 

Delivery of any or all of the items or completion of services indicated shall be made within—days from receipt of order" 

•munOT A VP ’T~S m A. dallrarr nKf b. a iMldlcjt f.wtor la th* award of u or*tr, » U tajwiank 0i« b*Ad»w« 
■LirLPUrtiAJNl tunUi tit laiorm.Uoo rw,o«bwl abowa 

j— - J ***•*' 


E3ra * i , 

v xpc.a.L 1 :-^ 


L ^Li 


L_ 


J 


.SL r 










































7.SIZE DESCRIPTION 


/D00 

5/8" 

Meter 

Couplings 

^000 

3/4" 

Meter 

Couplings 

1000 

1 " 

Meter 

Couplings 

3000 

3/4" 

3-Part Union Cplgs 

1000 

3/4" 

Ball 

Curb Stops 

500 

1 " 

Ball 

Curb Stops 


MUELLER 

Jones 

MCDONALD 

H-10891 

J-134 

44 %% 

H-10891 

J-134 

Am 

II-10 891 

J-134 

44Z.2 

H-15400 

J-1528 


H-15204 

J-1902 

M-6100 

H-15204 

J-1902 

M-6100 


FARMAM 

SPECIFY 

BRAND 

QUOTING 

UNIT 

PRICE 

VI- 7 210 

fw- "Dc»vtl\V 


W-7210 



VI- 7 210 

W 

iiii 

W-5400 




X* 






1000 

3/4" 

Corp. 

Cock 

Flared 

H-15000 

J-1500 



~5'$c 

500 

1 " 

Corp. 

Cock 

Flared 

H-15000 

J-1500 

Aioi 

v * 



200 


2" Gate Valve w/ever 
Du Stems 


J- 375 














I 


\ST 

IRON FITTINGS 

BRONZE VJATER WORKS 

FITTINGS 

AND C.I. 

CURB BOX PARTS 


For July 1, 

1977 thru 

December 

31, 1977 

T. 

Y. 

SIZE 

DESCRIPTION 

PART # 


OTHER OR 

SPECIFY 

BRAND 

QUOTING ALTERNATE 

UNIT 

PRICE 

100 

5*i Dia. 

Valve Box Complete w/ 

F-2450 

Clow or 

Equivalent 




Stay Put Lid #2494 





50 

14" 

Extension Section 

F-2475 

Clow or 

Equivalent 


100 

6 " -8" 

No. 6 Valve Base 

F-2465 

Clow or 

Equivalent 

-- 

50 

13^" 

Top Section CC 

F-2455 

Clow or 

Equivalent 

— 

50 

25^" 

Top Section DD 

F-2455 

Clow or 

Equivalent 




Stay Put Cover 

F-2494 

Clow or 

Equivalent 

— 

100 

5** Dia. 

Valve Box Complete 

F-2450 

Clow or 

Equivalent 

_ 



Less Base w/ 







Stay Put Lid #2494 





100 


Service Box Complete 

F-460 5 

Clow or 

Equivalent 

- 

100 

2li" 

Extension Section-9" 







#151 

F-4610 

Clow or 

Equivalent 

- - 

100 

2 V 

Extension Section-16" 







#152 


Clow or 

Equivalent 

- - 

100 

24” 

Service Box Top 

F-4607 

Clow or 

Equivalent 




Section v/Lids -93E 






2h" 


Curb box Lid 


Hue Her or Equivalent 










































DEPARTMENT OF PURCHASES 
Number One Main St., Ft. Wayne, Ind. 46802 
INVITATION 

foiWlnz lift U 


Qoo^tionj, tohM tty tb* ©orvdiUcn* on rmm h*r*of. m 

maUrlxI*. rcpoU**, •qalpavwnt or httIom, for tb* <Up*rtav»nt m m*a\kx)+d, 
>4 >bor"m V»bn>». QooUtlon* thill laclud« ail chox^** for daUrtry, pAcklngf. 


Page- 


Ref. No. . 


i»ril 14, ID 7 7 


Room '470, Number One Main St., Ft. Wayne, Ind. 

Ad<lr~4_______ 

REQUIRED FOR DELIVERY TO: 

Department water Ilaint. £. Service Dept. 

or Dmaion_ -._... ^— wl - L i. lC j 0 ptr'eyt"-“ 

Tort Wayne, Indiana 46803 


| Fund 

J Appropriation No. _ 


Address _ 

RETURN ORIGINAL TO THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 


Closing 

Time of Bids— 


Wednesday, Hay 18, 1977 at 10;30 a.M. 


TVXSSi THH CITY 13 EXEMPT FROM FXD3KAL EXC1S3 AND INDIANA FT ATS SAL23 TAX. TICS CITY’S INDIANA DALSa T 
CESTIFICATS NUMBsa 13 NO. J4S0A. FBI CSS SHOULD NOT INCLUDE T3E3S TAXES. &w to BkWmV' No. I"- 

TAX EXEMPT (Unless otherwise indicated) 


IJjUrUJ^ 3«»iiIW. Egalywnt »r E-rrlw 


BRONZE WATER WORKS FITTIKGS ADD C.I. CURD BOX PARTS 

For July'l, 19 7 7 tiiru December 31, 19 77 
Per attached sheets: 

The enclosed bidders sheet nust lie properly completed 
and returned with your bid, along with the properly 
excuted Won-Collusion Affidavit. 

We require a firm price on all shipments made to us 
during tiie period stated above. 

The award of this bid may be made on either an item 
by item, or on an overall basis, as v;e determine the 
most beneficial to the.Utili.ties. 

Requirements will be shipped only upon issuance of 
Departemntal Purchase Orders, as needed, by the using 
department, against a blanket purchase orde?. 


Bid Bond re^nir*d £3 


_. Performance Bond Q □ 

r* laTtrrK-tion \t^n% No, 1® cn rrrtr>* »U1% h*r*oL 


TPH na cash discount if paid within__SE_-days from delivery and acceptance of goods or completion of service*. 

* PROPOSAL OR BID 

r _ ««ri v N *So-n* lnr*t*iioa for bidj itwj mitiUct to aJJ rendition* tb**r?of, th» un<J*rH.TT»<*4 *irvd *4rr»**. If tM» bi4 b* 

frc*n c!o«Id*, to fccraUh nay of •Th'af th* it*ma or rtnAtr rich tArrlc^i or>oo which pric** at# quot'd, Jo vrilh th* *j>**»rtc*rk*»* rpuigri** ** &■+ 

Delivery of any or all of the item 3 or completion of services indicated shall be mails within—daya from receipt of order' 
IMPORTANT gy al “ “ b lwp ^' nl ;K< ‘ ***■" 

.. ' n Pl»n H»r*t 


r 


L 


Michlgan. Hydra nt & Va lve Co._ 


ess 


J 


/■'Nw, oi’ Q 

Inkster Rd. Detroit, Mi 

-- 












































I 


Brass Fittings 


EST. 

SIZE description 

MUELLER 

Jones 

MCDONALD 

FARM A11 

1000 

5/8" Meter Couplings 

II-10 891 

J-134, 

; 4622 

W-7210 

3000 

3/4" Meter Couplings 

H-10 891 

J- 134 


W-7210 

1000 

1" Meter Couplings 

II- 10 891 

J-134 


W-7210 

3000 

3/4" 3-Part Union Cplgs. 

H-15400 

J-1528 

'4758 

W-5400 

1000 

3/4" Ball Curb Stops 

H-15204 

J-1902 

M-6100 


500 

1“ Ball Curb Stops 

H-15204 

J-1902 

M-6100 


1000 

3/4" Corp. Cock Flared 

H-15000 

J-1500 

p-^&o McDonald. 47°1 

• 500 

1" Corp. Cock Flared 

11-1500 0 

J-1500 

r H 

t! 

200 

2" Gate Valve w/e.ver 


■ J-375 

No Bid 


Du Stems 


All Above Must Be Released For Shipment 
prior to December 31» 1977. 


OTHER OR 

SPECIFY 

BRAND 

QUOTING 


UNI 

PRI 

_.98 

1.52 

1.90 

9.38 

11.74 


it4£- 




















& 


DEPARTMENT OF PURCHASES 

Number One Main St., Ft. Wayne, Ind. 

INVITATION 

QooUUom. to ©ooAitioo* on ih# h*r*of. c 

mjppil**, or for th% <Up*rtm*nt ** m*atio«*d, wit 

*J iboxn Qoot*t!on» kSaII IrcIixU *11 chxry*« for d*Hw»ry, p^ckla?, niy 


46802 


• follow!aj, Urt of 


Page_ 


your rrpiy m 


^ A - c - T ’ ord ~ 423-7 037 DEPARTMENT OF PURCHASES 
Room '470, dumber One Main St., Ft. Wayne, Ind. 46802 


REQUIRED FOE DELIVERY TO: 

DepArtmpt water Maint. a Service Dept, 
of Division_,_ 


Auril 14, 1977 

Date wanted 11 ^ IP/ . 1 . ? . ' 


1 Fund 


Tort Wayne, Indiana 4G803 


| Appropriation No. - 


RETURN ORIGINAL TO THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 
Time^of ~RM <> Wednesday, May 18, 1977 at 10;3QA.M. _._ 

TAXIS. 133: cm 13 EXEMPT FROM FEDERAL EXCISE AND INDIANA CTATE SALES TAX TOSS COT™3 INDIANA BALES T 
CERTIFICATE NUMBER 13 NO. WWA PRICES SHOULD NOT INCLUDE THESE TAXES. £V» ■Tn«ra«Uw to BldinV' No. 10 o 

TAX EXEMPT (Unles3 otherwise indicated) 


J£»Uci*J*> SwppU**, 2q*I*a* 


BRONZE WATER WORKS FITTINGS AND C.I. CURB BOX PARTS 
For July‘1, 1977 thru December 31, 1977 
Per attached sheets: 

The enclosed bidders sheet must be properly completed 
and returned with your bid, along with the properly 
excuted Non-Collusion Affidavit. 

We require a firm price on all shipments made'to us 
during the period stated above. 

The award of this bid may be made on either an item 
by item, or on an overall basis, as we determine the 
most beneficial to the.Utilities. 

Requirements will be shipped only upon issuance of 
Departemntal Purchase Orders, as needed, by the using 
department, against a blanket purchase order. 


_ Performance Bond Q; 


Bid Bond refjuired 0 

Sm Iruttrortloa Itwa No. Il« im m .Id. b-rwoL 

2 % cash discount if paid withi n IS days from delivery aud acceptance of goods or completion of service*. 

~ PROPOSAL OR BID 

la ecwplUac* with th* *bor» larit^Uon for hkU'iLtvd iral»<+ct U> *11 oooditloa* th«rsaf. C\t*n sm4 *xr+**. U tM» bW b* v*tfeU » r'W 

tirr* from d».t* i.< clotls*. to faraUh jla/.o * itiroi tb* ItACL* or r*n<i*r *u<th **rrl*M epoa which priest qoo»mJ, In F^ardxnc^ with tb* awlyU** *>i 4 

Delivery of any or all of the item 3 or completion of services indicated shall be made withlaS-SS^from receipt of order’ - 


r 


L 


n 


I»irf of »» e*A*r, ll U tnpwrtwi* 0 

n«»»i 

WAYNE PIPE &.SUPPLY, INC. 


A<Mr*M .mi5....?.9.UIlL.M.XU0®f...aLVRA - 

_t.*, imw 


FORT WAYNE 










































-ass 

Fittings 






OTHER OP. 
SPECIFY 

brand 

\ 

UN 17 

ST. 



MUELLER 

Jones 

MCDONALD 

FARM A11 

QUOTING 

PRIC. 

foQO 

5/8" x 

k" 

Meter Couplings 

11-10891 

J- 134 


W- 7 210 

Mueller 

l^mEach ‘ 

|000 

3/4" 

Meter Couplings 

H-10 891 

J- 134 


W-7210 

Mueller 

1.368 Each 




H-10891 

J-134 


W-7 210 

Mueller 

1.935 Each 

fO 00 

1" 

Meter Couplings 



3000 

3/4" 

3-Part Union Cplgs. 

H-15400 

J-1528 


W-540 0 

Mueller 

2.113 Each 



Ball Curb Stops 


J-1902 

M-6100 


Mueller 

7.954 Each 

7000 

3/4" 

H 15204 

II-15 20 4 

V 

Mueller 

12.593 Each 

Ball Curb Stops 

J-1902 

.11-610 0 

500 

1" 




100 0 

3/4" 

Corp. Cock Flared 

H-15000 

J-1500 

F- 600 


Mueller 

3.971 Each 



Corp. Cock Flared 

H-15000 

J-1500 



Mueller 

6.218 Each 

500 

1" 



Mueller 

No Quote 

Gate Valve w/ever 


J- 375 

200 

2" 







Note: 


If awarded all Mueller items as bid in above quantities for one shipment to one destination, please 
accept a deduction of $1000.00. 
























I 


Page_ or 




BRONZE WATER WORKS 

FITTINGS 

AND C. 

I. 

CURB BOX PARTS 


.AST 

IRON FITTINGS 

For July 1, 

1977 thru 

December 

31, 1977 



SIZE 

DESCRIPTION 

PART # 



OTHER OR 

SPECIFY 

BRAND 

QUOTING ALTERNATE 

UNIT 

PRICE 

no 

5*j Dia. 

Valve Box Complete w/ 
Stay Put Lid #2494 

F-2450 

C10V7 

or 

Equivalent 

NO—QUOTE 

50 

(.00 

50 

50 

14" 

Extension Section 

F-2475 

Clow 

or 

Equivalent 

NO QUOTE 

6 " - 8 " 


F-2465 

Clow 

or 

Equivalent 

NO QUOTE 

13V 

25ls n 

Top Section CC 

Top Section DD 

Stay Put Cover 

F-2455 

Clow 

or 

Equivalent 

NO 0U0TE 

F-2 4 5.5 

Clow 

or 

Equivalent 

NO 0U0TE 

F-2494 

Clow 

or 

Equivalent 

NO QUOTE 

100 

5k Dia. 

Valve Box Complete 

Less Ba^.e w/ 

Stay Put Lid #2494 

F-2450 

Clov; 

or 

Equivalent 

NO QUOTE 






100 

100 


Service Box Complete 

F-4605 

Clow 

or 

Equivalent 

NO QUOTE 

2h” 

Extension Section-9" 
#151 

F-4610 

Clow 

or 

Equivalent 

NO QUOTE 

£0 0 

2h” 

Extension Section-16" 
#15 2 


Clow 

or 

Equivalent 

NO QUOTE 

i oo 

24" 

Service Box Top 

Section w/Lids -93E 

F-4607 

Clow 

or 

Equivalent 

NO QUOTE 







2.817 E ack 


>00 


2*i' 


Curb box Lid 


H-10374 


llueller or Equivalent Mueller 









































DEPARTMENT OF PURCHASES 
Number One Main St., Ft. Wayne, ind. 4680/ 
INVITATION 


Pag a 


■oh}-*rt to ©ojrxlltSofl* on 

mAbtrt*!*, «uppli**. •Qulpevn** or 
>3 »So^m Quotations aJh.All Include 


E* r^*r>» W*of. *r» nxju-wUd on th» follow! nx list of 
or Uv* »3 mntioo^d, d 

II cW?-x (or ri-ll^ry. ' 


S Ref. No. - 

»D a U, IhJZIL 


A. C. Lord - 4 2 3-70 3 7 DEPARTMENT OF PURCHASES Date wanted 11 a V 10 f. I — 


Room 470, .Number One Main St., Ft. Wayne, In d. 46802 

A-tMr-w-*_..... -........ ■ - 1 1 1 ’ ■>.—•— u --- ■ i —- 

REQUIRED FOR DELIVERY TO: 


Department 
or Division— 


Untar liaint. G Service Dept. 

rrtrz 


Fund 

Appropriation No. _ 


Tort Wayne, Indiana 4G803 


Address .---—.. .— --— 

RETURN ORIGINAL TO THE CITY — RETAIN DUPLICATE COPY FOR YOUR FILE 

Hmtrf Wednesday, Hay 18, 1977 at 10 = 3pn : JK 


ie ox »Mh <> f 1 k - L / f - - -— --■ - -—-— _ 

TAXESi THE COT 13 EXEMPT FP.OH TEDEHAI. EXOSE AHD W™**^*™*^* 

CKSTZ7ICATS HUMBSH 13 NO. UHL PIUCX3 SHOULD NOT INCLUD.4 THESE TA^JIS. ln«r«aoo» 

TAX EXEMPT (Unless otherwise indicated) 


H»wrUIt> S.pnU*^ *r Btrrti** 


BP.OU'ZE WATER WORKS FITTINGS AND C.I. CURD BOX PARTS 
For July 1, 1977 thru December 31, 1977 

Per attached sheets: 

The enclosed bidders sheet must be properly completed 
and returned with your hid, along with the properly 
excutcd Don-Collusion Affidavit. 

We require a firm price on all shipments made to us 
during the period stated above. 

The award of this bid may be made on either an item 
by item, or on an overall basis, as vm determine the 
most beneficial to the Utilities. 

Requirements will be shipped only upon issuance of 
Departemntal Purchase Orders, as needed, by the using 
departneat, against a blanket purchase order. 


_ Performance Bond □; 
£L» InnUTwtlon Kxu No. H_eiKmrti «1J. iwol. 


Bid Eond required 0 □ - uwtioa itwo No. 13 ,u. i _ u 

V &EZ% *cash discount if paid within_l_day3 "from delivery and acce ptance of goods or comply i on of sendee 


TenrnaJ. 


Delivery of any o 


PROPOSAL OR BID 

hi condition, th.r-.-rf. t h. und-Al ca«I ofNr, s»J li CM, M4 .HbU a 

■r jjeh moM upon which prtox nr. qoot«i. In nccord.no. with IN* itpwlAwMVow, epeWnt and M tA. 


r 


Shof the items or completion of aervitea Indicated ohall be made w!thln_daya from receipt of order"' 

liils QUOfagp^I^VoiKi -onlv if A» d»lir»r 7 ltd h. » d«Mln« f-urlar In th. »x»rd of 4, ortWrf, tl l» lx port, n» thrt 
_ ; j i J^ilr\Jx\ 1 ^ vTt X^ informr.Sov- 

wntlen ora fe v is Vu ctT vg d ~by ^ —j 


U~3/-n'? 

and if order specifies neither 
holding for future release nor 
shipping according to a fixed 
schedule. 


J 


THE FORD METER BOX COMPANY, INC. 






fcLn 


•J3A15J1 





























































I 




^rass Fittinas 

”ST. 

' n Y . 

SIZE 

DESCRIPTION 

MUELLER 

Jones 

MCDONALD 

FARMAN 

OTHER OR 

SPECIFY 

BRAND 

QUOTING 

UNIT 

PRICI 

fooo 

5/8" 

Meter Couplings 

II- 10 891 

J-134' 


U-7210 

^8Ad 


aooo 

3/4" 

Meter Couplings 

H-10 891 

J-134 


W-7210 

" sS/>/n-Z# 

LAl 

1000 

1" 

Meter Couplings 

H-10891 

J-134 


V7-7 210 


y.w 

3000 

3/4" 

3-Part Union Cplgs. 

H-15400 

J-1528 


W-5400 

" CZZ‘33 

LIL 

1000 

3/4" 

Ball Curb Stops 

H-1520 4 

J-1902 

K-6100 


" £2.2.-333 

?.at 

500 

1" 

Ball. Curb Stops 

II-15 20 4 

J-1902 

M-6100 


•* sii-m 

/3. &s 

1000 

3/4" 

Corp. Cock Flared 

H-15000 

J-1500 

F- 600 


"3 14' F-lcCO 

*U 7 

500 

1" 

Corp. Cock Flared 

H-15000 

J-1500 



/" f-Ccc 

L.3% 

200 

2" 

Gate Valve w/ever 


J-375 




— - 



Du Stems 






















Dijiir'Aii.Tj&'iEINT UF Jt’JKCxlAb&u 

Number One Main St., Ft. Wayne, Ind. 46802 
INVITATION 

CnoUtWan. niM to tb* edition, on ti» w.r*. b.r«i. »r» roqu«t*l on th. followin* U*» cf 
mjiUrUi*. *qu 1 pco*nt or r-rrio^s for th* <Sj>*rtm4nt ft* ta*ntloa*d. dftl>Y»rr to d.wr t!nftUgn 

», tho-»rn t~W. QooUtlcm» iaclod* ail cWqp** for d»Ily»ry, ey» . AAdrw* jour r*plj 

Tndlcfttftd bftloir.* 

u kp 1!«« ft^-i A . C. Lord - 423-7037 DEPARTMENT OF PURCHASES 

and.no., »to. to At*, of - ■ — — " 

Room 470, -Number One Main St., Ft. Wayne, Ind. 46802 


Department v/ntcr II a in t. G 
or Division-__- 


Dept. 


Ref. No. ....t:- 

Date V*' .MIL. 

Date wanted 11 a X 10 /.12 


Fund 

Appropriation No. 


Port Wayne, Indiana 46003 


f ORIGINAL TO THE CITY — RETAIN DUPLICATE COPY FOR YOUR FILE 


££S Bids_Wednesday. Hay 1°, IP?? *t 


TAX EXEMPT (Unless otherwise indicated) 

“ .T-sa 


H,t»rUl». S»i»i.a«. Sqalpawnt »T Z*rrit* 


BRONZE WATER WORKS FITTINGS AND C.I. CURB BOX I’ ARTS 
For July 1, 1977 thru December 31, 1977 

Per attached sheets: 


The enclosed bidders sheet must be properly completed 
and returned with your bid, along with the properly 
excuted Non-Collusion Affidavit. 

We require a firm price on all shipments made to us 
during the period stated above. 

The award of this bid may be made on either an item 
by item, or on an overall basis, as ve determine the 
most beneficial to the Utilities. 


Requirements will be shipped only upon issuance of 
Departernntal Purchase Orders, as needed, by the using 
department, against a blanket purchase order. 


Bid Bond 

TcnTL3— 


reqnirsd 
-2% 


NO. 

_. Performance Bond Gk 

>n i>m No. 18 on rmr** uM* Iv-mof. 


Ct» Inatra-rtion li*» No. 18 on rmm uM* b-rwf. _. 

caah discount if paid within 30 days from delivery and acceptance of goods or completion of cerac^. 


PROPOSAL OR BID 


Delivery c 

r . 


SOWS** 

y oral! of the items or completion of services Indicated shall ba made tvithin-Z-days from receipt of o r ^ r 

important Eg - s-igTa^ 

" —l El#n Tt*ni 

JAMES JONES COMPANY (57-10) 


J 


, P 1 tv p 1 vd • 


California 


,5/4/17 





















































ac w 




Tass F 

EST. 

ittmgs 

SIZE 

description 

MUELLER 

Jones 

MCDONALD 

FARNAN 

OTHER OR 
SPECIFY 
BRAND 
QUOTING 

UNIT 
. PRICE 

1000 

5/8" 

Meter Couplings 

11-10891 

J-134 


W-7210 

Unable to Quote 

3000 

3/4" 

Meter Couplings 

H-10 891 

J- 134 


W-7210 

J-134 

2,03._ 

1000 

1" 

Meter Couplings 

H-10 891 

J-134 


VI- 7 210 

J-134 

3.00 

3000 

3/4" 

3-Part Union Cplgs. 

H-15400 

J-1528 


W-5400 

J-1528 

4.17 

1000 

3/4" 

Ball Curb Stops 

H-15204 

J-1902 

K-6100 


J-1902 

13.46 

500 

1" 

Ball Curb Stops 

H-15 20 4 

J-1902 

M-6100 

V 

J-1902 

20.89 

1000 

3/4" 

Corp. Cock Flared 

H-15000 

J-1500 

F- 600 


J-1500 

7'. 67 

500 

1" 

Corp. Cock Flared 

H-15000 

J-1500 



J-1500 

12.01 

200 

2 n 

Gate Valve w/ever 


J-375 



J-375 Ev.St. 

35.21 


Du Stems 





















Mueller Co. 

DECATUR, ILLINOIS 62525 
FACTORIES AT: DECATUR,CHATTANOOGA,BREA,CALIF. 

May 13, 1977 



CITY OF FORT WAYNE 
Department of Purchases 
City-County Building 
One Main Street 
Fort Wayne, Indiana 46802 

Attention: Purchasing Agent 


Gentlemen: 

We are pleased to submit a quotation as listed below. 
Terms: 2% 15th Prox., Net 30 Days. 

Form 9368 Rev. 1975 


Ref: REQUEST FOR QUOTATION 
DUE MAY 18, 1977 


Conditions 

Quotation subject to acceptance in , 30-days from 
date of quotation or bid opening if shown in reference. 
Acceptance may be by contract or purchase order. 
Prices firm for duration of original purchase order or 
contract (any additions subject to renegotiation). 


Quantity 

Size 

Description 

Price 

1000 

5/8" 

ki/ 2" H-10891 Meter Coupling 

$ 1.28 

3000 

3/4" 

H-10891 Meter Coupling 

1.30 

1000 

1" 

H-10891 Meter Coupling 

1.84 

3000 

3/4" 

H-15400 Coupling 

2.00 

1000 

3/4" 

H-15204 MARK II 0RISEAL® Stop 

7.54 

500 

1" 

H-15204 MARK II 0RISEAL© Stop 

11.94 

1000 

3/4" 

H-15000 Corporation Stop 

3.77 

500 

1" 

H-15000 Corporation Stop 

5.90 

1000 

2i" 

H-10374 Repair Lid 

If awarded all Mueller items as bid, both 
in price and quantity; please accept a de¬ 
duction of $1,000.00. 

(Continued) 

3.57 

EACH NET 


carriera and all other cauaea beyon 


ATTANOOOA AREA CODE elS-S9 














DATE. 


MUELLER CO. 
DECATUR, ILLINOIS 


/ 

REF. 


Mav 13. 1977 

REQUEST FOR QUOTATION 


PAGE _2_ OF. 


Quantity 

Size 

Description 

Price 



F. 0. B„: FORT WAYNE, INDIANA 

DELIVERY: STOCK TO EIGHT WEEKS 

WHEN ORDERING, PLEASE REFER TO THIS QUOTATION 

Sincerely, 

MUELLER COo 

\J LARRYf SHEETS 

LS/ct | 



Form 9368-A 












6> - ' 


DEPARTMENT OF PURCHASES 
Number One Main St., Ft. Wayne, Ind. 46802 
INVITATION 

Qrwfctti©***, to cxwd [iioa • on tb* raters* h*r«o£, urt requited on th* following ll»t ©€ 

rrvxttrtxla. mtoplios •qnlpm^ot or mrrle-**. for lb* d*ixrtrtv*nt u m*atloa*d, Vlti 


. Quotation* «K*ll Inch. 


■* for delhrwry, p^klngf, « 


C. Lord - 421-7037 np 


DEPARTMENT OF PURCHASES 
Room 470, ^Number One Main St., Ft. Wayne, Ind. 46802 


REQUIRED FOR DELIVERY TO: 

nt. £i Borvico Dept. 


Department Water It 

or Division_ ' " _ 


Tort Wayne, Indiana 46003 


Date -£±£1 1 IV . ^ 77 
Date wanted May 10,1 


Fund 

Appropriation No. _ 


RETURN ORIGINAL TO THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 
Closing: 

Time of P.id a Wednesday, May 10, 1977 at 10; 30a.m. _ 


TAX EXEMPT (Unless otherwise indicated) 


Ka feudal*, 3 nj»j>U*4, 


BP.OU2E WATER WORKS FITTIEGS AND C.I. CORD IiO:: PARTS 
For July 1, 1077 thru December 31, 1977 


Per attached sheets: 

The enclosed bidders sheet must be properly completed 
and returned with your bid, along with the properly 
excxited Uon-Collusion Affidavit. 

Wo require a firm price on all shipments made to us 
during the period stated above. - 

The award of this bid may be made on either an item 
by item, or on an overall basis, as ve determine the 
most beneficial to the Utilities. 

Requirements will be shipped only upon issuance of 
Departemntal Purchase Orders, as needed, by the using 
department, against a blanket purchase order. 


Bid Bond retired £3 


% cash discount if paid within 


day3 from delivery and acceptance of goods or completion of services. 


PROPOSAL OR BID 

*11 condition* thereof, th* uodtrtljn^OI fefttrt taxi a.*r***, li 1S1* KM *-»-*r**4 a r**v*ooA>i* 

r lucb terrh-M upon -whlca priot* Quoted, In *^.v-i*ae+ vrith tfc>* fcpeljrinf nr*4 i *4 t.s* 

Delivery of any or all of the items or completion of services indicated 3hall be made within_days from receipt of order" 

IMPORTANT Jdy ttVA’ *, t*?" i*» tin <a m <n-w, n u 

r - a 


itllmry Drx/ !>i * d^Idlcusr factor 
furniib tit in form* lion r*Qn-‘-.t*d abor* 
Om H«r*» 


n 


L 


Hays_ Fluid Cotttrols Div., Zurn Indiistries,Inc. 

/ j . Hxmtcl Co»*i>*»T 

y,,, /,, • a 1 1 ^ Manager, 

E'diriurid ”&TTT5wTeKa ‘"Cu SToiner “Eg? VTC 

AMr~> ..„90L„W^..T2i^..at*,.Jg^.Q* ra Ea«..&8a . 

Erie, Pa. 16512 low 

enr.......—___i 


J 











































Bid Ref .#427 

Bid due 5 / 18/77 10:30 A.M. 


l.'WS SYJFG. D3V.' 

ERIE, PA • U. S. A. 16512 TELEPHONE: 814/452-: 



City of Fort Wayne 
Department of Purchases 
Room 470 City-County Bldg, 
One Main St. 


1/452-3221 // ^ / 

jyyy V/a, 

C <^J>OT^VION FH-// 9871 ' 

/ y quotation date May 9 , 1977 

>]/{/' INQUIRY DATE 


ATTENTION: 


THIS QUOTATION IS FOR PROMPT ACCEPTANCE AND SUBJECT TO TERMS SHOWN ON REVERSE SIDE OF THIS SHEET. 


QUANTITY 

SIZE 

CAT. NO. 

DESCRIPTION 

PRICE 

1000 

5 / 8 " 

5682 

Straight Meter Couplings with Ribbed Linings Nuts 
Undrilled 

$1.02 ea. 
net 

3000 

3/4" 

5682 

Ditto 

1.24 ” " 

1000 

1" 

5682 

Ditto 

1.53 " " 

3000 

3 A" 

5615 

3 Part Copper x Copper Unions 

2.07 " " . 

1000 

3A" 

4304 

Ball Valve Flared Copper x FLared Copper with Check 

7.43 " " 

500 

1” 

4304 

Ditto 

9.86 " " 

1000 

3A" 

5200 

Corporation Stop Inlet A.W.W.A. Standard Thread Outl 
Copper Pipe 

et 

3.66 " " 

500 

1" 

5200 

Ditto 

5.24 " " 




This quotation shall remain firm from July 1 , 1977 * 
December 31 > 1977 . 

o 


CASH DISCOUNT: 




f. o. b. Fort Wayn e » Ind * 


shipment Stock to six weeks. 


JOW 


FLUID COMJROLS DIV. 

HAYS ZURN INDUSTRIES, INC. 

r'y^.Ja.^yu *c 

PER Edmund A. Nowicki 

Manager, Customer Service 











Brass 

EST. 

Fittinqs 

SIZE DESCRIPTION 

MUELLER 

Jones 

MCDONALD 

FARHAN 

OTHER OR 

SPECIFY 

brand 

QUOTING 

UNIT • 
PRIC 

.000 

5/8" Meter Couplings 

H-10891 

J-134 


W-7210 

Hays #5682 

$1,02 

3000 

3/4" Meter Couplings 

H-10 891 

J- 134 


W-7210 

" 5682 

1.24 

1000 

1" Meter Couplings 

H-10891 

J-134 


VI-7 210 

" 5682 

1.93 

3000 

3/4" 3-Part Union Cplgs. 

H-15400 

J-1528 


K-5400 

" 5615 

2.07 

1000 

3/4" Ball Curb Stops 

H-15204 

J-190 2 

K-6100 


" 4304 

7.43 

500 

1" Ball Curb Stops 

H-15204 

J-1902 

M-6100 

> 

" 4304 

9.86 

1000 

3/4" Corp. Cock Flared 

H-15000 

J-1500 

F-600 


" 5200 

3.66 

500 

1" Corp. Cock Flared 

II-15 000 

J-1500 



" 5200 

5.24 

200 

2" Gate Valve w/ever 


J-375 



,--- 

- - 


Du Stems 

F.O.B. Fort Wayne, Ind. 

This hid quotation shall he held firm from July 1, 1977 to December 31, 1977. 
Delivery - stock to six weeks. 























BID Kef. #427 

DATE Anri 1 25. 1977 

Bronze Water Works I 

VENDORS NAME & ADDRESS 

CARDS MAILED 

ittings 

BIDS PICKED UP 

BIDS MAILED 


Hayes Hfg. Company 
801 W. 4tli Street 
Erie, Pennsylvania 



April 26, 1977 


Ford Meter Box 
Wabash, Indiana 

P.0. Box 443 



April 26, 1977 


A.Y. McDonald Mfg. C 
12th & Pipe Street 
Dubuque, Iowa 52001 

D m 


April 26, 197' 


Arnetek-Plymouth Prop 
502 Indiana Avenue 
Sheboyoan, Wisconsin 

. D i v . 

53081 


April 26, 1977 


Backus a Company 
Foster E. Backus 

2609 Amara Drive 
Toledo, Ohio 43615 



April 26, 1977 


LeRan Copper a Brass 
r.O. Box 40 
Coldwater, Ilichigan 

Co. 

190 36 


April 26, 1977 


Michigan Hydrant a V 
12606 Inkster Road 
Detroit, Michigan 48 

live 

! 3 4 


April 26, 1977 


Water Works Supplies 
P.O. BOX 29100 
Cumberland, Ind. 



April 26, 1977 


Clow Corporation 
51591 U. S. 31 Worth 
South Bend, Ind. 466 

7 


April 26, 197 


James Jones Company 
4127 Temple City Blvi 
ElMonte, California 


| 

April 26, 1977 




i 

































•DATE Anril 25. 1.9 7 7 

Bronze Water Works 

VENDORS NAME & ADDRESS 


CARDS MAILED 

ittings 


BIDS PICKED UP 


Treaty Company 
4020 Wells Street 


April 27, 1977 


April 28, 197 


BIDS MAILED 


Natioanl Mill Supply 
5501 Distribution Dr 
Fort Wayne, Indiana 


Co. 

April 27, 197 


Wayne Pipe & Supply 
1815 S. Anthony Blvd 
Fort Wayne, Indiana 


April 27, 19771 May 4, 1977 


Central Supply 
701 East Wallace Str 
Fort Wayne, Indiana 


April 28, 1977 


April 29, 197 


Tri-State Plumbing 
1120 Taylor Street 
Fort Wayne, Ind 


April 27, 1977 


Cooper Distributing 
3205 Worth Wells Sti 
Fort Wayne, Indiana 


April 27, 1977 


May 9, 1977 






































CG=!E3 TO; 


To_ 

From_ 

Subject 


City Clerk Memorandum 

CHARLES W. W5ST2RMAN, Cbrk 

Mayor Robert E. Armstrong _ Dat e 7-6-77 

Charles W. Westerman - City Clerk 

Appearance before Common Council - 7-12-77 - 7:00P.M. 


BILL NO. 5-77-06-55 

AN ORDINANCE approving a blanket purchase 
order for materials for the Water Maintenance 
and Service Department 


BILL NO. S-77-06-57 

AN ORDINANCE approving a blanket purchase 
order for materials for the Water Maintenance 
and Service Department 


Pursuant to the request of the Standing Committee Chairman of 
City Utilities of the Common Council, the presence of Henry P. 
Wehrenberg - Chairman of the Board of Public Works, is respect¬ 
fully requested on July 12, 1977, at 7:00 P.M., Room 128, 

Common Council Conference Room. 

A more detailed explanation regarding the blanket purchase 

orders for brass fittings and why they are buying from 

two different companies has been requested by Common Council. 

Your cooperation will be greatly appreciated. 














TITLE OF ORDINANCE special ordi^nce - city utilities blanket purchase order no. b-9QQ 3 
DEPARTO'fT REQUESTING ORDINANCE boabd of public works _____ 

J2 /- 77" 46'ST* 

SYNOPSIS OF ORDINANCE CITY UTILITIES BLAHKET FDRCHASE ORDER SO. B -9003 to cooper 
DISTRIBUTING CO., INC. PER BID REF. #427, FOR THE WATER MAINTENANCE & SERVICE 
DEPT., VARIOUS BRASS FITTINGS PER PURCHASE ORDER. 

(SEE ATTACHED MEMORANDUM)_ / __ 


EFFECT OF PASSAGE acquisition of necessary brass fittings & couplings for water 

MAINTENANCE & SERVICE. ’. . 


EFFECT OF NON-PASSAGE delay in repairing broken or defective mains 


MONEY INVOLVED (Direct costs, Expenditures, Savings) 


ASSIGNED TO COMMITTEE 













































